Ascon Quality Floors Introduces .... 


... A SENSATIONAL NEW FLOORING THAT 
ACTUALLY IMPROVES WITH USE 


35 years of flooring experience 
stand behind this remarkable 
new flooring discovery. 


Dear’ sir: 


Ascon Rubber-Crete Terrazzo is unique. There's no other heavy-duty flooring 
that combines all of the features you want and need— 


natural beauty —low cost—easiest care 
life-time durability — easy application 


With the magic elegance of the finest mosaics, Rubber-Crete Terrazzo combines 
the strength of concrete and the beauty of marble with Ascon's amazing Rub- 
ber-Crete binder — producing a flooring of unequalled durability that's easy 
to install and maintain. The Ascon process permanently "freezes—in" your 
choice of floor design, color and texture. 


For complete details and specifications, simply fill 
in and mail the enclosed postpaid card today. 


Here are just a few of the never-before-found-together qualities the new Ascon 
Rubber-Crete Floor offers: . 


1. Rubber-Crete Terrazzo provides permanent color and designs 
that cannot wear off. 


2. Rubber-Crete Terrazzo may be applied over wood, concrete, 
steel, or masonry subfloors. 


3. Rubber-Crete Terrazzo will not dust, erode, craze, or spall. 
4. Rubber-Crete Terrazzo is non-slippery, even when wet. 


5. Rubber-Crete Terrazzo will not burn, crack, splinter, rot-out 
or warp. 


6. Rubber-Crete Terrazzo never will require replacement under 
normal use. 


7. Rubber-Crete Terrazzo is not affected by water, most chemicals, 
temperature or other climatic changes. 


8. Rubber-Crete Terrazzo can be installed and used anywhere... 
top floor or bottom floor, and will not shrink. 


9. Rubber-Crete Terrazzo will not indent, curl, or deteriorate 
with age. 


10. Rubber-Crete Terrazzo cleans easier faster, and stays clean 
longer. 


Ascon Rubber-Crete Terrazzo can be expected to last beyond the life of any 
building. Its beauty increases through the years as it develops a natural 
luster, resulting from frictional contact which constantly polishes its 
striking marble-chip surface. 


Its styling can never be dated —it will keep its bright, natural beauty and 
color after years of hard use —with an absolute minimum of maintenance. 


eee cee SER GGRRERS EEE eo oe 


Ascon Rubber-Crete Terrazzo has been used and tested by a wide variety of 
heavy-duty users throughout the country. It is approved and accepted by 
federal and state agencies for public construction. 


schools — banks — churches — hospitals — stores 
factories — public buildings — homes — theaters 


From spotless hospital floors, including conductive floors, to the busiest 
hotel lobbies, AScon Rubber=-Crete Terrazzo is the first choice among those 
who demand the very finest flooring at less cost. 


For complete information on the beauty, performance, and economy of this 
unique new flooring, simply fill in, and mail the enclosed postpaid card 
at once. Of course there's no cost or obligation. 


Sincerely, 
The AScon Products Company 
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Arthur S. Robbins 
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For Your Next Project... 


CHECK THESE OUTSTANDING 
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RUBBER-CRETE TERRAZZO 
FEATURES— 


install over wood, concrete, steel 
or masonry subfloors. 


will not curl, chip, indent, warp 
or rot-out. 


unharmed by water, most chemicals, 
or climatic changes. 


never will need replacement under 
normal use. 

Actual sized sample design and texture of 

Ascon’s new Rubber-Crete Terrazzo. 


will not burn, dust, erode, craze, 


or spall. 
Mosaically beautiful marble chips combined 


with Ascon’s revolutionary Rubber-Crete bind- 
ing compound permanently “freeze-in” your 


is non-slippery — even when wet. 


installed with the counseling of 


flooring experts. choice of color, design and texture. 
permanent design and colors that 

cannot wear off. THE ASCON PRODUCTS COMPANY 
actually improves with use. NIANTIC, CONNECTICUT 
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Application of Ascon Rubber-Crete 
Terrazzo flooring is simple. Compe- 
tent terrazzo applicators or experi- 
enced mason contractors install this 
remarkable new flooring with ease. 


The Ascon Company maintains a staff 
of top flooring consultants and engi- 
neers who are available for planning 
and consultation on the application Y Trowelling to fill and finish 
of all Ascon flooring products. oy: < 


A\_ Divider strip put down over 
subfloor for pattern purposes. 


Ascon Rubber-Crete Terrazzo, ap- 
proved and accepted by various fed- 
eral and state agencies for installa- 
tion in public buildings, and is fre- 
quently recommended by leading in- 
surance inspection engineers. 


Lasting beauty and color 


highlight a finished Ascon 
Rubber-Crete Terrazzo floor. 


NIANTIC, CONNECTICUT + 


Since 1929, the very finest in high-quality, long-lasting flooring surfaces. 


